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LIMITED OFFICIAL USE 

PAGE 01 ROME 08772 122127Z 
ACTION SY-05 


Message Text 


INFO OCT-01 EUR- 1 2 ISO-OO FBOE-OO A-01 ( ISO ) W 

099465 132152Z/41 

R 121600Z MAY 78 
FM AMEMBASSY ROME 
TO AMCONSUL CASABLANCA 
INFO AMCONSUL FRANKFURT 
AMCONSUL MILAN 
SECSTATE WASHDC 2728 


LIMITED OFFICIAL USE ROME 8772 

CASABLANCA FOR RTC 

FRANKFURT FOR RTC 

DEPARTMENT FOR SY/FO 

E. O. 11652: N/A 
TAGS: ASEC 

SUB J : SENTRY METAL DETECTOR FOR AMERICAN CONSULATE GENERAL MILAN 

PLEASE FURNISH ONE SENTRY METAL DETECTOR TO THE AMERICAN 
CONSULATE MILAN ON A PRIORITY BASIS. UNIT NEEDED URGENTLY 
TO COMPLETE NECESSARY PUBLIC ACCESS AREA CONTROLS TO COUNTER 
INCREASED TERRORIST ACTIVITY IN CITY.GARDNER 
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Control Number: n/a 

Copy: SINGLE 

Draft Date: 12 may 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 
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Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780204-0287 
Format: TEL 
From: ROME 

Handling Restrictions: n/a 
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ISecure: 1 

Legacy Key: Iink1978/newtext/t19780564/aaaaccbh.tel 

Line Count: 40 
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